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-9107160098 Insp rept 50-302/91-10 on 910520 & 22-24.No violations noted.Major
areas inspectedreview of maint team insp identified open items & corrective actions
taken by licensee.

ECQNOMOS.N., BLAKE.J.J. Region 2 (Post 820201). 91/06/24. 4pp. 58418:288-
58418:291.

9107160128 Forwards SALP rept 50-302/91-07 for period 900301-910427. Overall per-
formance significantly improved in plant operations.

EBNETERSD. Region 2 (Post 820201). 91/06/28. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 4pp. 58418:238-58418:267.

-9107160131 SALP rept 50-302/91-07 for period 900301-910427.Overalf performance
significantly improved in plant operations.
* Region 2 (Post 820201). 91/06/28. 26pp. 58418:242-58418:267.

9107080262 RISK-BASED INSPECTION GUIDE FOR CRYSTAL RIVER UNIT 3 NUCLE-
AR POWER PLANT.

SMITH.B.W., DUKELOW.J.S., VO.T.V. BattelSe Memorial Institute, Pacific Northwest
Laboratory. FIN I-2008. NUREG/CR-5467. 91/06/30. Division of Radiation Protection
& Emergency Preparedness (Post 870411). 74pp. 58309:318-58310:029.

9107160124 Forwards insp rept 50-302/91-11 on 910511-0607.No violations noted.
S1NKULE.M.V. Region 2 (Post 820201). 91/07/03. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 58418:314-58418:325.

-9107160135 Insp rept 50-302/91-11 on 910511-0607.No violations noted. Major areas
inspected:security & radiological controls. Numerous facility tours conducted & facility
operations observed.

HOLMES-RAY.P., FREUDENBERGER, CRLENJAK.R. Region 2 (Post 820201). 91 /
07/03. 9pp. 58418:317-58418:325,

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107310087 Forwards insp rept 50-302/91-08 on 910528-31.No violations or deviations
noted.

COLLINS.D.M. Region 2 (Post 820201). 91/07/11. BEARD.P.M. Florida Power Corp.
(subs, of Florida Progress Corp.). 3pp. 58588:181-58588:195.

-9107310091 Insp rept 50-302/91-08 on 910528-31.No violations noted. Major areas
inspected:emergency preparedness exercise.

WRIGHT.F.N., RANKIN.W.H. Region 2 (Post 820201). 91/07/10. 12pp. 58588:184-
58588:195.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107100054 Monthly operating rept for June 1991 for Crystal River Unit 3.W/910708 Itr.
MCLAUGHLIN.R.L, BOLDT.G.L Florida Power Corp. (subs, of Florida Progress
Corp.). 91 /06/30. 5pp. 58393:355-58393:359.

S. Reportage occurrences, LERs & related correspondence

9107100016 LER 91-005-00:on 910530,operators received indications of elevated radi-
ation levels in auxiliary bldg & leakage noted coming from inter-stage packing leakoff
connection.Caused by removing circuit breaker.Valve opened.W/910701 Itr.
BANDHAUER.W.K.,  BOLDT.G.L  Florida Power Corp.  (subs, of Florida Progress
Corp.). 91/07/01. 6pp. 58396:334-58396:339.

9107160364 LER 91-006-00:on 910607,both equipment hatch airlock doors discovered
opened simultaneously.Caused by loose door chain mechanism.Inner door swing
chain tightened & door tested satisfactorily.W/910710 Itr.

BANDHAUER.W.K., BOLDT.G.L Florida Power Corp. (subs, of Florida Progress
Corp.). 91/07/10. 5pp. 58500:099-58500:103.

9107230370 LER 91-003-01 :on 910420,water intrusion into pump motor lead to loss of
circulating water pump,emergency feedwater actuation & manual reactor trip.Will pro-
vide addl rain protection for circulating water pump.W/910717 Itr.
BANDHAUER.W.K.,  BOLDT.G.L  Florida Power Corp.  (subs, of Florida Progress
Corp.). 91/07/17. 6pp. 58628:014-58628:019.

9107290256 LER 91-007-00:on 910628,control air tubing failure occurred causing entry
into Tech Spec 3.0.3 once for recovery & repair.Caused by degradation of tubing due
to age & wear. Leaking tubes replacedW/910724 Itr.
BANDHAUER.W.K., BOLDT.G.L Florida Power Corp.
Corp.). 91/07/24. 4pp. 58650:102-58650:105.

(subs, of Florida Progress

V. Operator Examinations

9107230385 Notification of senior operator illness as described in 10CFR55.25J Garrett
was involved in motorcycle accident on 910703 which left him unable to perform his
licensed duties.

BOLDT.G.L Florida Power Corp. (subs, of Florida Progress Corp.). 91/07/16. Docu-
ment Control Branch (Document Control Desk). 1 p. 58539:318-58539:318.

9107020265 Change Request A-91-349 to EPIP 550-6, "Monthly Radiological Emergen-
cy Equipment Tests & Checks."

*  Commonwealth Edison Co. 91/06/17. 13pp. 58346:347-58346:360.

9107020267 Change Request A-91-341 to EPIP 550-1, "Onsite Nonradiological Emer-
gency Response Equipment."

* Commonwealth Edison Co. 91/06/17. 10pp. 58346:337-58346:346.

9107020269 Change Request A-91-340 to EPIP 370-1, "Rescue & Recovery."

*  Commonwealth Edison Co. 91/06/17. 14pp. 58279:190-58279:203.

9107020276 Change Request A-91-348 to EPIP 370-2, "First Aid & Decontamination."
LANES.LL Commonwealth Edison Co. 91/06/17. 17pp. 58280:345-58280:361.

9107030273 Rev 4 to EPIP 150-1, "Stores Director."

*  Commonwealth Edison Co. 91/06/17. 14pp. 58332:135-58332:149.

9107030274 Rev 7 to EPIP 110-1, "Assistant Station Director."

*  Commonwealth Edison Co. 91/06/17. 5pp. 58326:186-58326:191.

9107080028 Rev 1 to EPIP 190-2, "Zion Plant Status."

*  Commonwealth Edison Co. 91/06/17. 5pp. 58395:197-58395:201.

9107080039 Rev 37 to EPIP 320-1, "Activation of GSEP Station Group."

*  Commonwealth Edison Co. 91/06/17. 20pp. 58395:172-58395:191.

9107080042 Rev 1 to EPIP 100-1, "Zion Plant Status."

*  Commonwealth Edison Co. 91/06/17. 9pp. 58395:268-58395:276.

9107020123 Rev 13,App A of EPIP 110-1, "Assistant Station Director."

*  Commonwealth Edison Co. 91/06/20. 5pp. 58311:349-58311:353.

9107020126 Revised table of contents to EPIP 100-3, "Recovery, Reentry & Termina-
tion."

*  Commonwealth Edison Co. 91/06/20. 3pp. 58311:354-58311:356.

9107020134 Rev 12 to EPIP 550-2, "GSEP Van.Environ Emergency Kits & Emergency
Operations Facility Radiological Equipment."

*  Commonwealth Edison Co. 91/06/20. 6pp. 58310:355-58310:360.

9107020113 Rev 1,App A of EPIP 190-2, "Communicators."

*  Commonwealth Edison Co. 91/06/21. 5pp. 58310:350-58310:354.

9107020116 Rev 9 to EPIP 100-1, "Acting Station Director/Station Director."

*  Commonwealth Edison Co. 91/06/21. 12pp. 58312:001-58312:012.

9107020130 Revised EPIP.including Rev 5 to EPIP 360-2, "Assembly & Evacuation of
Personnel."

*  Commonwealth Edison Co. 91/06/21. 24pp. 58312:050-58312:073,

9107020133 Revised EPIP 550-5, "Technical Support Ctr.Operational Support Ctr &
Main Assembly Area" correcting typos on green sheet.

*  Commonwealth Edison Co. 91/06/21. 14pp. 58312:014-58312:028.

9107110226 Advises that rev 7 to facility generic generating stations emergency
plan,acceptable.

GREGER.LR. Region 3 (Post 820201). 91/06/28. REED.C. Commonwealth Edison
Co. 2pp. 58367:180-58367:181.

9107080284 Forwards response to one Level IV violation & two weaknesses noted in
Insp Rept 50-295/91-05 & 50-304/91-05 re failure to provide vital area keys to oper-
ating personnel & 910321 loss of station power eventResponse withheld.
KOVACH.T.J. Commonwealth Edison Co. 91/07/03. Document Control Branch (Docu-
ment Control Desk). 1p. 58393:022-58393:022.

9107120032 Forwards insp repts 50-295/91-11 & 50-304/91-11 on 910520-24.No viola-
tions noted.

GREGER.LR. Region 3 (Post 820201). 91/07/05. REED.C. Commonwealth Edison
Co. 2pp. 58381:146-58381:149.

-9107120044 Partially withheld insp repts 50-295/91-11 & 50-304/91-11 on 910520-24
(ref 10CFR73.21(c)(2)).No violations noted.Major areas inspected:mgt support.security
program plans & audits & protected & vital area barriers.
BELANGER.J.L Region 3 (Post 820201). 91/07/01. 2pp. 58381:148-58381:149.

9107240114 Forwards safety insp repts 50-295/91-07 & 50-304/91-08 on 910624-
28.No violations noted.

GREGER.LR. Region 3 (Post 820201). 91/07/18. REED.C. Commonwealth Edison
Co. 2pp. 58498:028-58498:065.

-9107240119 Insp repts 50-295/91-07 & 50-304/91-08 on 910624-28,No violations
noted.Major  areas  inspected:annual  emergency  preparedness exercise   involving
review of exercise scenario observations by nine NRC representatives of key func-
tions.
BARSS.D.M. Region 3 (Post 820201). 91/07/18. 36pp. 58498:030-58498:065.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107030102 Forwards revs to updated FSAR for plant.including changes to facility &
procedures,description of svc water sys.Revs also add Chapter 15 to incorporate fists
of components currently located in Tech Specs.

STIMAC.S. Commonwealth Edison Co. 91/06/25. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 58287:268-58288:198.

-9107030107 Revs to updated FSAR for Zion.

*  Commonwealth Edison Co. 91/06/25. 350pp. 58287:270-58288:198.

DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9107180216 Rev 1 to CEPIP 2320, "Protective Measures Director."
* Commonwealth Edison Co. 91/05/13. 9pp. 58497:326-58497:334.

P. Operating license stage documents & correspondence

9107180082 Provides commitments for Zion Station re validated adequacy of sys used
for periodic, inservice insp & to upgrade testing methods.per 890602 application for
amend to Licenses DPR-39 & DPR-49.

STIMAC.S.F. Commonwealth Edison Co. 91/06/18. MURLEYTE Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58484-236-58484:2370201). 91/06/27, BEARD.P.M. Florida Power Corp.
